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20 June 1961 


SUBJECT s Change Proposal LAC-93-1 Oxygen System 
Improvements 


TOs Contracting Offioer 


Subject Change Proposal is a revision to basic proposal 
LAC-93 to all the two taw place artioles to the improvement 
program. This is within the original intent of the WSP0 and 
is approved. 

Request you take necessar y formal action. 
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DOCUMENT NO. . 

NO Cl IANGE IN CLASS. X 
' DECLASSIFIED 
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f.’LXT REVIEW DATE: __ ti 
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